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SUBJECT Damaged Locomotives in Transylvania 





DATE DISTR.yf 


NO, OF PAGES 1 



lo Steam locomotives* apparently in bad condition* were observed on sidings 
at the following locations: 

a* Railroad siding paralleling the highway between Mandra and Sarcaia 
approximately ten kilometers from Mg&ras, 62 locomotives* 

b 0 Railroad paralleling the main highway seven and one-half kilometers 
north of Aiud, 78 locomotives « 
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